Passat Wiring Diagram 


No. 1/1 


Passat - Standard Equipment, only for cars with blue illuminated instrument cluster 
From September 1997 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 


locations". 


Relay location on the thirteenfold auxiliary relay panel, above relay panel: 


7 - Fog Light Relay (381) 

8 - Daytime Running Lights Change-over Relay (173) 
12 - Starting Interlock Relay (alarm system) (186) 

13 - Starting Interlock Relay (clutch position) (204) 
Relay panel: 


BB-20676) 


1 - Dual Horn Relay (204) 

2- Load Reduction Relay (213) 

V - Wiper/Washer Intermittent Relay (377) 
VI - Wiper/Washer Intermittent Relay (377) 
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Passat Wiring Diagram No. 1/1 


Relay location on the eightfold auxiliary relay panel, behind relay panel: 


BB-20515| 


(a) Note: 


+ Number in parentheses indicates production control number stamped on relay housing. 


Fuse colors 


30 A - green 
25 A - white 
20 A - yellow 
15 A - blue 
10A - red 
7,5 A - brown 
5 A - beige 
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Passat Wiring Diagram No. 1/2 


a Starting interlock, battery 
A Battery 
B Starter 
a! F194 Clutch Pedal Position (CPP) Switch 
g J220 Motronic Engine Control Module (ECM) 


J393 Central control module for comfort system 
z J433 Starting Interlock Relay (alarm system), on auxiliary relay panel, above 

| relay panel, production control number (186) 

J434 Starting Interlock Relay (clutch position), on auxiliary relay panel, above 

su | relay panel, production control number (204) 


Ten 6-Pin Connector, red, on protective housing for control module, in engine 
MU, compartment, left 
ban T10f 10-Pin Connector, blue, connector station A-pillar, left 
T15  15-Pin Connector, on central control module for comfort system 
T80 Connector, 80 point, on Engine Control Module (ECM) 


1 ) Ground strap, battery to body 


2 ) Ground strap, transmission to body 


Ground connection -1-, in instrument panel wiring hames 


Ground connection -2-, in instrument panel wiring harness 


(506) Screw connection -1- (30), on relay panel 


502) Screw connection (30a), on relay panel 


A86) Connection (50a) in instrument panel wiring harness 


of | Figs Bus a 
2 ws = white 
i 10 sw = °black 
we rol = red 
Beso br = brown 
40 gn = green 
br bl = blue 
O © A 
i = lilac 
6 7 8 9 0 n 2 s n ge = yellow 
3520970] O. N 
rs = pink 
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Wiring Diagram No. 1/3 


Ki + Ignition / starter switch 


75 
7130 
JE 4 


D  Ignition/Starter Switch 
J59 Load Reduction Relay, production control number (213) 
501 Screw connection -2- (30), on relay panel 
503 Screw connection (75x), on relay panel 


plus connection (15), in instrument panel wiring harness 


s15 saa wire connection (61), in instrument panel wiring harness 
rt i 05 
40 100 10 sw ee ` bo KG 
swige | swige beng wire connection (86s), in instrument panel wiring harness 


a 


® 


plus connection (30), in instrument panel wiring harness 


Connector -1- (X), in instrument panel wiring hamess 


N 
5 Sam Gaman 
B pei amer 
p= Ea 
E G mac — aa 
8 8 
Bi 3 
2 Sce oS 
| thts 3 
vf" PI 
a Mi 
> w 
> 
H 


0,35 10 035 
bi © o 
a EI 

ws = white 

sw = black 

ro = red 
` br = brown 

gn = green 

bl = blue 

gr = grey 

fi lilac 
15 16 17 18 19 20 2 2 3 24 5 25 A B ge = yellow 
36-20971 pollen 

rs = pink 


Edition 12.2000 


Wiring Diagram 


Sle de dente 


5A [TOA 


ki 
rm r 

25 10 
swibl — swiro 


[167] Doses T167 


Pi |” IT 
5 X 


322127 


K2 


T32al 
30 | 2 
s 81 


J220 
60143 | 


0,35 
bi 


35 36 Fu 


42 


36-20972] 


No. 1/4 


Instrument cluster, Data Link Connector (DLC), generator 
warning light 


J220 Motronic Efigine Control Module (ECM) 
J285 Control module,with indicator unit in instrument panel insert 
K2 Generator (GEN) Warning Light 
S5 Fuse 5 in fuse holder 
S12 Fuse 12 in fuse holder 
S13 Fuse 13 in fuse holder 
S15 Fuse 15 in fuse holder 
$231 Fuse 31 in fuse holder 
S239 Fuse 39 in fuse holder 
$240 Fuse 40 in fuse holder 
Tén 6-Pin Connector, red, on protective housing for control module, 
in engine compartment, left 
T16  16-Pin Connector, Data Link Connector (DLC), below instrument 
panel, left 
T32a 32-Pin Connector, blue, on instrument cluster 
T80 Connector, 80 point, on Engine Control Module (ECM) 


81 ) Ground connection -1-, in instrument panel wiring harness 


plus connection (30a); in instrument panel wiring harness 


Connector (15a fuse 5), in instrument panel wiring harness 


Connector (K-diagnosis wire), in instrument panel wiring 
/ hamess 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 
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Ki 


45 


47 


No. 1/5 


Instrument cluster, tachometer, speedometer vehicle speed 
sensor, Malfunction Indicator Lamp (MIL) 


G5 Tachometer 
J220 Motronic Engine Control Module (ECM) 
J248 Diesel Direct Fuel Injection (DFI) Engine Control Module (ECM) 
AG. Volkswagen Ag „J285 Control module with indicator unit in instrument panel insert 
“R83., Malfunction Indicator Lamp (MIL) 


L75 gia Display Light 
T10b 10-Pin,Connector, black, on protective housing for control 
module,'in, engine compartment, left 
T10d 10-Pin Connector, brown, on protective housing for control 
module, in engine compartment, left 
Tide 10-Pin Con yellow, on protective housing for control 
module, in engine Compartment, left 
T32a 32-Pin Connector, blue, on instrument cluster 
T80 Connector, 80 point, on Engine Control Module (ECM) 
Y4 Odometer Display 3 


Ges) Ground connection -2- panel wiring harness 


Ground connection -1-, ih instrument panel wiring harness 


(x) plus connection (15), in instrument panel wiring harness 
2 


8 
(727) Wire Connection (vehicle-speed signal), in instrument panel 


wiring harness = 
“to April 1998 2 
from May 1998 — & 
g 
Ss 
x 
Ka 
Pa 
AY 
Ca 
Ng 
io? 
wort 
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No. 1/6 


Instrument cluster, left and right turn signal indicator lights, 
ing brake-warning light switch and brake fluid level 


ovens No 
warning light switch t Oy, 


E24 Left Seat Belt Switch >, 
F9 Parking Brake Warning Light Switch 
F34 Brake Fluid Level Warning Switch °, 
J285 Control module with indicator unit in instrument panel insert 
K1 Headlight High Beam Indicator Light KI 
K7 Brake and Parking Brake Warning Light ©. 
K19 Seat Belt Warning Light Z 
K33 Brake Fluid Level Warning Light 
K65 Left Tum Signal Indicator Light A 
K94 Right Turn Signal Indicator Light 3 
T10c 10-Pin Connector, violet, connector station A-pillar, left 
Ti0z 10-Pin Connector, brown E 
T32a 32-Pin Connector, blue, on instrument cluster © 
T32b 32-Pin Connector, green, on instrument cluster 3 
Y2 Digital Clock 3 


assat 


©) Ground connection -2-, in instrument panel pi harness 


eae connection (right turn signal), in instrument panel wiring 
S 
(As) pisen connection (left turn signal), in ineimert panel wiring 
KI 
Wire connection (Vehicle speed signa), in instrument cluster 
> (aso) Wire harness 
46, ~ 
“a. ha, Connection (parkin: warning light), in instrument panel 
p kal 
Paya NI wiring hamesgons 


Edition 12.2000 


Wiring Diagram 


75 


wsige 


ro ro = 
| 30 | 30 | 56 
21878 A T12 T122 ATI27 T1214 A T1275 


25 15 10 10 10 
os ge L swiwsign swign swiws 
geisw N74 

fr ne 
25 
25 25 
Tim 


Je Es AA aman E2 


E i r” 


ÝT12112 W T128 T12 $ T1210 WT123 
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25 
wsige 


ws = white 
sw = black 
to = red 
br, = brown 
gn 92 green 
bi =blue 
gr = Gey 
i = lilac 
“u 7% % 7 7 79 © a 2 8 8 ge = yellow 
35225105] OC PN 
rs pink 


No. 1/7 


Turn signal switch, headlight dimmer/flasher switch, 
daytime running lights change-over relay, series resistance 
wiring 


E2 Tum Signal Switch 

E4 Headlight Dimmer/Flasher Switch 

J89 Daytime Running Lights Change-over Relay on the thirteenfold 
relay panel, above relay panel, production control number (173) 

N74 Series Resistance Wiring 

Tév 6-Pin Connector, violet, connector station A-pillar, right 

T12 12-Pin Connector, near steering column 


Ground connection -2-, in instrument panel wiring harness 


wire connection (56), in instrument panel wiring harness 


A95,)..wire \éohnection--1 (56a), in instrument panel wiring harness 


\ Connection (parking brake warning light), in instrument panel 
/ wiring harness 


to April 1998 
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assat 


Wiring Diagram 


75 


75 


aso 


g 
g 
——" | 
[89] 
Las 
S223 
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' 
Kk ng 
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— 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


No. 1/8 


Left front headlights, left front fog light, fog light relay 


J5 


A95 


Fog Light Relay, on auxiliary relay panel, production control 
number (381) 

Left Front Fog Light 

Left, Side Turn Signal Light 

Left Low Beam Headlight 

Left High Beam Headlight 

Light for turn signal and side marker, front, left 

Fuse 19 in fuse holder 

Fuse 23 in fuse holder 

3-Pin Connector 

5-Pin Connector, on headlight left 

10-Pin Connector, pink, connector station A-pillar, left 
10-Pin Connector, red, connector station A-pillar, left 


Ground connection, on left A-pillar, lower part 


Ground connection, in left headlight wiring harness 


) wire connection (57r), in instrument panel wiring harness 


Connection 1 (56a), in instrument panel wiring harness 
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No. 1/9 


assat 


License plate light 


S4 Fuse 4 in fuse holder 
S22 Fuse 22 in fuse holder 

T2 Double Connector, in rear lid 

T6. 6-Pin Connector, black, in luggage compartment, left (wagon 


only) 
10-Pin Connector, brown, connector station A-pillar, left 
License Plate Light 


Ground connection, on left rear pillar 


Ti0a 
x 
Ground connection -2-, in rear wiring harness 


an AG. Volkswe Ground connection -3-, in wiring hamess, rear 


wire connection (57r), in instrument panel wiring harness 


wagon only 
sedan only 


38 
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wagen A kilo aT g Diagi No. 1/10 


Emergency flasher switch 


E3 Emergency Flasher Switch 
J393 Central control module for comfort system 
K6 Emergency Flasher Warning Light 
L35 Emergency Flasher Switch Light 
T7a 7-Pin Connector, on emergency flasher switch 
T10v 10-Pin Connector, violet, connector station A-pillar, right 
T15 15-Pin Connector, on central control module for comfort system 


© Ground connection, behind instrument panel, left 


Ground connection -1-, in instrument panel wiring harness 
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75: 


assat 


Wiring Diagram 


[80] 
10 25 25 25 15 
swign gebr gebr gebr ge 
20] 
BA 
Bas 
0,5 
gn 
| | 56a |.. 
|” sala AT5al4 Tsa/s 
Orang Ms kia ama 5 Ma: 
Tar Tsa2 
br] 
25 10 25 
br br br 
127 128 129. TB. 131 132 1133 134135. 136 137 338 139 140 
323109] 


75 


g 

h 
ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bi = blue 
gr = grey 
fi = lilac 
ge = yellow 
or = orange 
rs = pink 


No. 1/11 


Right front headlights, right front foglight 


123 
M19 
M31 
M32 
M36 
S18 
S20 
$21 
T3a 
T5a 
Ted 
T6k 


Right Front Fog Light 
Right, Side Tum Signal Light 

Right Low Beam Headlight 

Right High Beam Headlight 

Light for turn signal and side marker, front, right 

Fuse 18 in fuse holder 

Fuse 20 in fuse holder 

Fuse 21 in fuse holder 

3-Pin Connector 

5-Pin Connector, on headlight right 

6-Pin Connector, yellow, connector station A-pillar, right 
6-Pin Connector, red, connector station A-pillar, right 


Ground comnection, on right A-pillar, lower part 
Ground connection, in right headlight wiring harness 
Connection -2- (daytime running lights), in instrument panel 


wiring harness 
to April 1998 
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No. 1/12 


Left brake/tail light, left rear turn signal light, left back-up 
light, high-mount brake light 


Wiring Diagram 


M6, .cbeffReat TuirhSignal Li 
owe Left Brake/Tail Light kong 

ò> M16 Left Back-Up Light “ou, 

M25 High-mount Brake Light KON 

T6 6-Pin Connector, black, in luggage compartment left (wagon 

oniy) 
T6a 6-Pin Connector, on tail light, left KA 
Téc 6-Pin Connector, blue, connector station A-pillat, left 


Tia 10-Pin Connector, brown, connector station A-pillar, left 
Œ) Ground connection, on left tailight bulb holder... 


KI 
A 
Ground connection -2-, in rear wiring harness KA 


EI 
plus connection (left turn signal), in instrument panel wiring 
harness 


H 

8 

g 

(w) plus connection (54), in rear wiring hamess 3 
8 


-— wagon only 


KA 
6, 
Y 
Ko 
to 
Pay, 
“Uo, 
Mety 
YU! jos; 
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Passat Wiring Diagram No. 1/13 


Brake light switch, back-up light switch, right rear turn signal 


75 


75: 


@ 


10 10 
rolge swign 


Si F 
10 10 2 10 
rolsw roisw roisw biro swibl 
Tea (79) 
10 
swil 
[roa E Tioarto 
05 to 
orko roisw 
Toaz 
54 
Tabz N Tena 3 
3 bm. < F4 
2 a 
ws = white 
sw = black 
ro = red 
br = brown 
40 gn = green 
bad bl = blue 
® a = gey 
fi = lilac 
455 156. 157 158 159 160 4161 4162 163 164 165 166 167 168 ge = yellow 
30-2096] OF e ii 
rs = pink 


light, right back-up light, right brake/tail light 


F 
F4 
M8 

M17 

M22 

Téb 
Téc 
Ti0a 
T10b 


Brake Light Switch 
Back-Up Light Switch 

Right Rear Turn Signal Light 

Right Back-Up Light 

Right Brake/Tail Light 

6-Pin Connector, on tail light, right 

6-Pin Connector, blue, connector station A-pillar, left 
10-Pin Connector, brown, connector station A-pillar, left 
10-Pin Connector, black, on protective housing for control 
module, in engine compartment, left 

10-Pin Connector, brown, on protective housing for control 
module, in engine compartment, left 


Ground connection, on right taillight bulb holder 


Ground connection, on right rear pillar 


Ground connection -4-, in wiring harness rear 


plus connection (right turn signal), in instrument panel wiring 
harness 


Connector (15a, fuse 231), in instrument panel wiring harness 


Connector (reverse lamp), in instrument panel wiring harness 


Connector (54), in instrument panel wiring harness 


plus connection (54), in rear wiring harness 
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assat 


75 75 
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35-20982] 


Wiring Diagram 


No. 1/14 


Radio connection, cigarette lighter, panel vent illumination 


L28 Cigarette Lighter Light 
L67 Left Instrument Panel Vent Illumination 
L68 Center Instrument Panel Vent Illumination 
L69 Right Instrument Panel Vent Illumination 
R Radio 
S233 Fuse 33 in fuse holder 
$237 Fuse 37 in fuse holder 
T2a Double Connector 
Tén  6-Pin Connector, red, on protective housing for control module, 
in engine compartment, left 
T8  8-Pin Connector, on radio 
T10v 10-Pin Connector, violet, connector station A-pillar, right 
U1 Cigarette Lighter 


80 ) Ground connection -1-, in instrument panel wiring harness 


Ground connection -1-, in instrument panel wiring harness 


) wire connection (58d), in instrument panel wiring harness 
A23) wire connection (30al), in instrument panel wiring harness 
wire connection -2- (58d), in instrument panel wiring harness 


Connector (alarm system), in wiring harness floor 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 
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No. 1/15 
Light switch 

E1 Light switch 

E23 Fog Light Switch 

K17 Fog Light Indicator Light 

L9 Headlight Switch Licht 
S236 Fuse 36 in fuse holder 

81 Ground connection -1-, in instrument panel wiring harness 


A83 Connector (daytime running lights), in instrument panel wiring 
hamess 


15 Volkswagen 4g 
mt doss, 
01 


Lo 
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Wiring Diagram No. 1/16 


Instrument panel light dimmer switch, dual horns, dual horn 
relay 


E20 Instrument Panel Light Dimmer Switch 

H Hom Button 

H1 Dual Horns 

J4 Dual Horn Relay, production control number (204) 
L105 Illumination for Instrument Panel Light Dimmer Switch 
S3 Fuse 3 in fuse holder 
> Kan Connector 


Na An Grape: rk 'ector, yellow, near steering column 
paka “Spin 


a , connector station A-pillar, right 


AN W6 Glove amats ppa. 
je 


gh 
AN 
se Ground connection, near Song wheel 
Ka 


Ground connection -1-, in instrument panel wiring hamess 


% 


(138) Ground connection -2-, in instrument panel wiring harness 
a 


KA 
Ground connection, in right headlight EA $ mess 
o 
2 


(1s) plusconnection (58), in instrument panel wiring harness 
g 


H 
8 
(asr) wire connection (58a), in instrument panel wiring harness 


Connector (71), in instrument pane! wiring harness 


Connector (two-tone hom), in instrument panel wiring harness 
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Passat 


Wiring Diagram No 1/17 


Fresh air blower switch, switch for fresh air blower and 
recirculated air, fresh air blower 


E9 Fresh Air Blower Switch 
E184 Switch for fresh air blower and recirculated air 
K114 Fresh Air and Recirculating Air Mode Indicator Light 
L16 Fresh Air Control Lever Light 
N24 Fresh Air Blower Series Resistance With Fuse 
S2 Fuse 2 in fuse holder 
$225 Fuse 25 in fuse holder 
T4a 4-Pin Connector 
T6g  6-Pin Connector, on fresh air blower switch 
T8b  8-Pin Connector, on switch for fresh air blower and recirculated 
air 
V2 ‘Fresh Air Blower 
V154 Servo motor for fresh-/recirculating air door 


(15) Ground connection -2-, in instrument panel wiring harness 


21 212. 213 214 215 216. 217 218 219 220 221 222 23 224 ge 
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Wiring Diagram 


yaka” 


No. 1/18 


Heated rear window, rear window defogger switch 


E15 
J393 


K10 
L39 
$224 


$226 
$227 
T6 


T6c 

T6h 

T23 
Z1 


Rear window defogger switch 

Central control module for comfort system 

Rear Window Defogger Indicator Light 

Rear Window Defogger Switch Light 

Fuse 24 in fuse holder 

Fuse 26 in fuse holder 

Fuse 27 in fuse holder 

6-Pin Connector, black, in luggage compartment, left (wagon 
only) 

6-Pin Connector, blue, connector station A-pillar, left 

6-Pin Connector, black, on rear window defogger switch 
23-Pin Connector, on central control module for comfort system 
Heated rear window 


Ground connection, below rear shelf 


agenAG Volkswagen Ac gl 81) Ground connection -1-, in instrument panel wiring harness 
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Passat Wiring Diagram No. 1/19 


Windshield wiper motor, windshield wiper intermittent 
regulator, rear window wiper motor 


E38 Windshield Wiper intermittent Regulator 
J3b!“Wiper/Washer Intermittent Refay, production control 
number (377) 


T6e 6-Pin Connector, black, behind steering column switch 
cover 

6-Pin Connector, black, connector station A-pillar, right 
8-Pin Connector, black, in rear lid, right 

10-Pin Connector, violet, connector station A-pillar, left 
Windshield Wiper Motor 

Rear Window Wiper Motor 


t t Ground connection, in rear lid, right 
I 
1 Taos 
1 81 ) Ground connection -1-, in instrument panel wiring harness 
I UN 
I Ground connection, in rear lid wiring harness 
to 
suri 
I 258) Ground connection -2-, in instrument panel wiring harness 
I pr 
I ; 5 15 A 3 . 7 
— az l ani < o ah wal bine biko (A49 ) wire connection -1-, in instrument panel wiring harness 

I H — wagon only 

I "from May 1998 

15 I 

m. vane a As An l Ms 


Ter 


da f5 Hu O 4 
nia Tos Tov T x ® ) 


3 Å saa A aisse Arsa» Azia 
ie y 


1 at ws = white 
lo sw = black 
br ro = red 
@ Toon br = brown 

os n gn = green 
br bl = blue 
r = grey 
L z (©) m =g 
N NA li = lilac 
ws a 2 247 249 249 250 251 252 ge = yellow 
38-2318 ora) =< orange: 
rs pink 
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Passat Wiring Diagram No. 1/20 


Wiper/washer intermittent relay, windshield wiper/washer switch, 
windshield and rear window washer pump 


J31 Wiper/Washer Intermittent Relay, production control number (377) 
T8b  8-Pin Connector, on Windshield Wiper/Washer Switch 

TtOs, 10-Pin Connector, pink, connector station A-pillar, left 
T10f?:,10-Pin Connector, red, connector station A-pillar, left 

V59 “Windshield and Rear Window Washer Pump 


( E22 Winshield Wiper/Washer Switch 


Ground connection -2-, in instrument panel wiring harness 


) wire cohnection -1-, in instrument panel wiring harness 


-— wagon only 
* sedan only 

** to April 1998 
“from May-1998 


10 10 10 
swili swi wsige 


L|.. |. LJ.. J l.. L, 
As E 1222, ren Air Na Mos 


| me Dog 


I 
8 Y2 WT8b/6 W T8b/1 [T8b/2 
Ja | 2 ma? Ed I 
I 
10 
swign He I 
1 I 
I 
I I 
! ws = white 
sw = black 
I ro = red 
I br = brown 
I gn = green 
I bl = blue 
KE) gr = grey 
4 li = lilac 
253 254 255 256 257 258 259 260 261 262 263 264 265 26 Ge = Yellow 
sagana] O 1 orange 
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